
SOP MOD M4A1 25m Zero Target - LA-5/PEQ Visible 


Each small block (7.27mm) = 1 MO A at 25 meters Large block (29.09mm) = 1 MOAat 100 meters 


Note to user: Yotir weapon & s.yfrr ote .'ior jvruarf i/nti'J you cootifm ii r d'iiame. 
























































































































































































































































































































































































































































